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Message Text 


CONFIDENTIAL 

PAGE 01 BAGHDA 00323 300608Z 

10/CCO 

ACTION OC-01 

INFO OCT-01 ISO-OO CCO-OO SSO-OO NEA-06 EUR-08 SS-14 /030W 

037768 

O R 300545Z MAR 75 
FM USINT BAGHDAD 
TO SECSTATE WASHDC IMMEDIATE 1803 
INFO AMEMBASSY BEIRUT 

CONFIDENTIAL BAGHDAD 0323 

LIMDIS 

E.O. 11652: GDS 
TAGS: ACOMIZ 

SUBJECT: TRANSMISSION OF USINT CABLE VIA BRITISH FACILITIES 
REF: STATE SVC 245S; BAGHDAD SVC 3/26/75 

1. BAGHDAD 303 WAS NIACT IMMEDIATE IN RESPONSE TO NIACT 
IMMEDIATE FROM DEPT. MESSAGE HAD TO ARRIVE IN WASHINGTON 
UNGARBLED BY OPENING OF BUSINESS MARCH 24 AND BRITISH FACILITIES 
QUICKEST AND MOST RELIABLE AVAILABLE. 

2. AS DEPARTMENT AWARE USINT HAS STANDING ARRANGEMENT WITH 
BRITISH EMBASSY THAT IN CASE OF URGENT NEED, USINT MAY USE 
BRITISH COMMUNICATIONS FACILITIES. IN THIS CASE. USINT ENCRYPTED 
MESSAGE WITH OTP BEFORE GIVING IT TO BRITISH, BUT BRITISH 
WILLING TO SEND PLAIN TEXTS AS WELL. THIS IS ONLY SECOND TIME 

IN TWO YEARS WE HAVE USED BRITISH FACILITIES. 

3. IT IS EXTREMELY IMPORTANT THAT NO MENTION BE MADE OF USE 
OF BRITISH FACILITIES IN UNCLASSIFIED MESSAGES SINCE THIS COULD 
COME TO ATTENTION OF IRAQI AUTHORITIES AND CAUSE PROBLEMS 
FOR BRITISH EMBASSY. I DO NOT UNDERSTAND WHY STATE SVC 245S 
WAS SENT. 

LOWRIE 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: Z 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: n/a 
Control Number: n/a 
Copy: SINGLE 
Draft Date: 30 MAR 1975 
Decaption Date: 28 MAY 2004 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BAGFIDA00323 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7501 10-0725 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975033/aaaaacvx.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: LIMDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: LIMDIS 

Reference: 75 STATE SVC 245S, 75 BAGHDAD SVC 3/26/75 

Review Action: RELEASED, APPROVED 

Review Authority: greeneet 

Review Comment: n/a 

Review Content Flags: 

Review Date: 06 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 AUG 2003 by KelleyW0>; APPROVED <26 NOV 2003 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRANSMISSION OF USINT CABLE VIA BRITISH FACILITIES 
TAGS: ACOM, IZ 
To: STATE 
Type: TE 
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